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About tvo miles southe.st o° KAMEUSK-TIALSE (61958'8/56085°*1), 
Plant Installations 

a. The new elatrolyiec department consisted of six parelle’. 
workshops connected ob: a ceiter pissage “ith erane rumay. “eeh 
workshop had 10 to 12 saths (64x15 feet), toval number of taths 
being 100 to 120.* 4 Toundry “as in one of the workshops. 


b. 01d electrolytic depart:ent . Only dayt-ne shifts. To 
further details avullable. ; 


¢, fhirty additional buildings, of ~bich the Yollowing. “ore 
remenbered: 


(1) Crusher and mill connected by a conveyne belt. 

(2) “orkshop (150%156 feet} with about 50 stirring tollers 
(about S35 feet ia diameter and 30 feet high). The produced 
eclutinous red-broem mass was observed to be trucked EMAY o 
vart of the material vas seid to remain in the plant. 


(3) “orkshop (150x65 feet). Tome as (2). Toth “orkshsps 
allugedly also had a “hite gide™ (?), 


(4) Transformer Station. “o details available, 
“ork Fores 
whree shifts, “Sovists rantioned thirty thovgan] workdrs. © 


partment in loadine work, etc. 
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4, General Observation 


Modern plant; all onerations were mechanically done by con- 
veyor belts and cranes. 


5. Yover 


25X1 
Power was supplied by a TZ Vorer Plant. “o details available. 


ed 


Harly 1948 to 7 June 1948 
6. Tvelve electrolytic orkshops. 


7.2 “ork vras done in three shifts totalinr about fifteen thousand 
workmen. 
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June 1948 


& five or six parallel electrolvtic “orkshops were observed. 


25X1 | Comment: 


The very different indications on the number of existing 
electrolytic workshops in thia renort as “ell as in a nrevious 
report @ surrest that the workshons must be at reat dis 
tances from each other, Tt is apparently confirmed that a 

new’ or second clectr lytic department exists 20, ASOTtIsnn 
to the so-called 014 electrolytic department. .t sresent 
this ne depertnent is allerecly under construction ar ao nay 
have about six viorkshons. 


* ‘The indications on the number of baths (nara 2a) are not 
clear. The total number of baths in each vorksrop is 
presumably 100 to 120. 
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